PHASING PLAN: 


PUD PLAN FOR 


SHEET 2 OF 3 


LOCATED IN THE SOUTH HALF OF SECTION 29, TOWNSHIP 48 NORTH, RANGE 12 WEST 

COLUMBIA, BOONE COUNTY, MISSOURI 
AUGUST 2011 
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